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FISCAL  YEAR  1995  MILITARY  CONSTRUCTION  PROGRAM 

The  Department  of  Defense  Military  Construction  request  for  Fiscal 
Year  1995  appropriations  totals  $8.4  billion.  The  request  includes 
almost  300  construction  projects  at  more  than  190  locations  to  provide 
facilities  needed  by  the  Armed  Forces,  the  Defense  Agencies,  and  for 
NATO  Infrastructure  support. 

This  request  provides  $2 . 6  billion  for  military  construction 
(including  environmental  compliance)  and  $2.7  billion  for  base  closure 
activities . 


The  balance  of  the  program  is  needed  for  planning  and  design  of  future 
construction  projects  ($.3  billion)  and  operating  and  maintaining  the 
421,000  family  housing  units  ($2.8  billion). 
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Summary  and  Racotxflation  of 

Authorization  of  Appropriate^  an^ 
Appropriations  RacjuaatBd  from  Congress 
For  Fiscal  Year  1995 
($000) 

SUMMARY 


AUTHORIZATION  OF 


ARMY 

1,964,186 

1,964,186 

1,964,186 

NAVY 

1,403,364 

1,403,364 

1,403,364 

AIRFORCE 

1,377,651 

1,411,651 

1,411,651 

DEFENSE  AGENOES 

2,926,268 

3,187,268 

3,187,268 

Defense  Intelligence  Agency 

(16,685) 

(16,685) 

(16,685) 

Defense  Logistics  Agency 

(17,015) 

(17,015) 

(17,015) 

National  Security  Agency 

(45,261) 

(45,261) 

(45,261) 

Secretary  of  Defense  Activities 

Ballistic  Missile  Defense 

Organization 

(530) 

(530) 

(530) 

Defense  Medical  Activities 

(44,212) 

(305,212) 

(305,212) 

Dependent  Schools 

(4,430) 

(4,430) 

(4,430) 

Energy  Conservation 

(50,000) 

(50,000) 

(50,000) 

Air  Force  Special  Activities 

(5,300) 

(5,300) 

(5,300) 

Special  Operations  Forces 

(35,033) 

(35,033) 

(35,033) 

Contingency  Construction 

(10,411) 

(10,411) 

(10,411) 

Minor  Construction 

(8,873) 

(8,873' 

(8,873) 

Planning  and  Design 

(12,360) 

(12,360) 

(12,360) 

Base  Closure  88 

(87,600) 

(87,600) 

(87,600) 

Base  Closure  91 

(398,700) 

(398,700) 

(398,700) 

Base  Closure  93 

(2,189,858) 

(2,189,858) 

(2,189,858) 

NATO  INFRASTRUCTURE 

219,000 

219,000 

219,000 

GUARD  AND  RESERVE 

171,154 

171,154 

171,154 

Army  National  Guard 

(9,929) 

(9,929) 

(9,929) 

U.S.  Army  Reserve 

(7,910) 

(7,910) 

(7,910) 

Naval  &  Marine  Corps  Reserve 

(2,355) 

(2,355) 

(2,355) 

Air  National  Guard 

(122,770) 

(122,770) 

(122,770) 

Air  Force  Reserve 

(28,190) 

(28,190) 

(28,190) 

TOTALS 

8,061,623 

8,356,623 

8,356,623 

See  Reconciliation 
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TOTAL  NEW  CONSTRUCTION  AUTHORIZATION,  FY 1995 


8,061,623 


ADDITIONS  (Prelects  Authorized  In  Prior  Years)  261,000 

Defense  Medical  Facilities 

Hospital  Replacement,  Phase  V,  Portsmouth  Naval  Hospital,  Virginia  (120,000) 

Hospital  Replacement,  Phase  n,  Elmendorf  Air  Force  Base,  Alaska  (66,000) 

Hospital  Replacement,  Fort  Bragg,  North  Carolina  (75,000) 

TOTAL  AUTHORIZATION  OF  APPROPRIATIONS,  FY  1995 

ADDniONS  (Projects  Authorized  for  Appropriations  In  Prior  Years)  34,000 

Air  Force 

Bridge  Road  and  Utilities,  Pope  Air  Force  Base,  North  Carolina  (4,000) 

Family  Housing  Relocation,  Scott  Air  Force  Base,  Illinois  (30,000) 


TOTAL  APPROPRIATIONS,  FY  1995 


8,322,623 


8,356,623 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  08LI0ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARO  ANO  RESERVE  FORCES  OATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITED  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

ALABAMA 
AIR  FORCE 
MAXWELL  AFB 
STUOENT  DORMITORIES 
MAXWELL  AFB 

AIR  NATIONAL  GUARO 
BIRMINGHAM  MAP 

ACFT  PARKING  APRON  &  HYORANT  REFUELING  SYS 
AOAL  SQUADRON  OPERATIONS  FACILITY 
COMMUNICATIONS  FACILITY 
UPGRADE  DRAINAGE  SYSTEM 
BIRMINGHAM  MAP 


9,600 


15,000 

1,100 

1.700 

2,500 


9,600 


20.300 


OANNELLY  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  700 

OANNELLY  FIELO  700 


**AIR  NATIONAL  GUARD 


21.000 


•••FAMILY  HOUSING*** 


AIR  FORCE 
MAXWELL  AFB 

FAMILY  HOUSING  (25  UNITS)  (2.100) 

MAXWELL  AFB 

FAMILY  HOUSING  (2.100) 


••ALABAMA 

FAMILY  HOUSING 


30.600 

(2.100) 


ALASKA 
AIR  FORCE 
CAPE  LISBURNE 

UPGRADE  FUEL  STORAGE  SYSTEM  2,800 

CAPE  LISBURNE  2.800 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
ELMENDORF  AIR  FORCE  BASE 

•HOSPITAL  REPLACEMENT  PHASE  III  66.000 

ELMENOORF  AIR  FORCE  BASE  66,000 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR  (66.000) 


••ALASKA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


68.800 

(66.000) 


•••FAMILY  HOUSING*** 


ARIZONA 
AIR  FORCE 
DAVIS-MONTHAN  AFB 
FAMILY  HOUSING  (120  UNITS) 
OAVIS-MONTKAN  AFB 
FAMILY  HOUSING 


(5.940) 


(5.940) 


ARKANSAS 

ARMY 

PINE  BLUFF  ARSENAL 

AMMUNITION  DEMILITARIZATION  FACILITY  97,000 

PINE  BLUFF  ARSENAL  97.000 

AIR  NATIONAL  GUARD 
LITTLE  ROCK  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  440 

LITTLE  ROCK  AFB  440 


••ARKANSAS  97,440 


•  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


STATE-  97 


rv  1995  MILITARY  CONSTRUCTION  TOTAL  06LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/CQMP ./INSTALLATION 

DATA  AS  OF  07 

PRO.)  COST 

FEB  1994 

TOTAL 

CALIFORNIA 

NAVY 

CAMP  PENOLETON  AMPHIBIOUS  TASK  FORCE 

LANOING  CRAFT  AIR  CUSHION  FACS  (INCA  V) 

CAMP  PENOLETON  AMPHIBIOUS  TASK  FORCE 

10,700 

10.700 

CAMP  PENDLETON  MARINE  CORPS  BASE 

AMMUNITION  HANDLING  FACILITY 

CAMP  PENOLETON  MARINE  CORPS  BASE 

570 

570 

CHINA  LAKE  NAVAL  AIR  WARFARE  CTR  WPNS  DIV 
AIRCRAFT  READY  FUEL  STORAGE  FACILITY 

CHINA  LAKE  NAVAL  AIR  WARFARE  CTR  WPNS  DIV 

6.000 

6,000 

EL  CENTRO  NAVAL  AIR  FACILITY 

POTABLE  WATER  DISTRIBUTION  SYSTEM  UPGRADE 
WASTEWATER  TREATMENT  PLANT  UPGRADE 

EL  CENTRO  NAVAL  AIR  FACILITY 

1,500 

1,500 

3,000 

LEMOORE  NAVAL  AIR  STATION 

BACHELOR  ENLISTED  QUARTERS  MODERNIZATION 
LEMOORE  NAVAL  AIR  STATION 

7.000 

7.000 

NORTH  ISLAND  NAVAL  AIR  STATION 

DREDGING 

NORTH  ISLAND  NAVAL  AIR  STATION 

18.830 

18,830 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 
ABRASIVE  BLAST  AND  PAINT  SPRAY  FACILITY 
WATER  PROCESSING  SYSTEM  UPGRAOE 

PORT  HUENEME  NAVAL  CONSTR  BATTALION  CTR 

A. 850 
4.800 

9.650 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 

PERSONAL  HYGIENE  FACILITIES 

SAN  DIEGO  MARINE  CORPS  RECRUIT  DEPOT 

1.090 

1.090 

SAN  DIEGO  NAVAL  STATION 

CHAPEL  AND  RELIGIOUS  EDUCATION  FACILITY 

SAN  DIEGO  NAVAL  STATION 

4.100 

4.100 

TWENTVNINE  PALMS  MARCORP  AIR-GRND  COMB  CTR 
SMALL  arms  range  modernization 

TWENTVNINE  PALMS  MARCORP  AIR-GRND  COMB  CTR 

2.900 

2.900 

"NAVY 

63.840 

AIR  FORCE 

BEALE  AFB 

STORM  DRAINAGE  FACILITIES 

BEALE  AFB 

1.450 

1.450 

EDWAROS  AFB 

F-22  ALTER  ENGINEERING  TEST  FACILITY 

UPGRADE  HYORANT  FUELING  SYSTEM 

EDWAROS  AFB 

4,550 

2.500 

7.050 

TRAVIS  AFB 

OORMITORY 

FIRE  TRAINING  FACILITY 

TRAVIS  AFB 

2.300 

1.300 

3.600 

VANOENBERG  AFB 

FIRE  TRAINING  FACILITY 

SLFI-UPGRADE  NATURAL  GAS  SYSTEM 

VANOENBERG  AFB 

1,550 

5,000 

6.550 

••AIR  FORCE 

18,650 

STATE-  98 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  OATA  AS  OF  G 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

CALIFORNIA 

SPECIAL  OPERATIONS  COMMAND 
SAN  DEIGO 

SOF  P8C  PIER  UPGRADE  3.400 

SAN  OEIGO 

DEFENSE  LOGISTICS  AGENCY 
DEF  CONTRACT  MGMT  OFC  -  EL  SUGUNDO 
ADMINISTRATIVE  BUILOING(CONJUNCTIV£  FUND)  .  5.100 

OEF  CONTRACT  MGMT  OFC  -  EL  SUGUNDO 

OcFENSE  MEDICAL  SUPPORT  ACTIVITY 
MCCLELLAN  AIR  FORCE  BASE 

LIFE  SAFETY/SEISMIC/UTILITY  UPGRAOE  10.280 

MCCLELLAN  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
FRESNO  ANG8 

SITE  RESTORATION  3.500 

FRESNO  ANG8 

MOFFETT  NAS 

ALTER  VEHICLE  MAINTENANCE  FACILITY  400 

MOFFETT  NAS 

NO  HIGHLANDS  ANG  STATION 

REPUCE  UNDERGROUND  FUEL  STORAGE  TANKS  400 

NO  HIGHLANDS  ANG  STATION 

••AIR  NATIONAL  GUARD 

AIR  FORCE  RESERVE 
MARCH  AFB 

REPLACE  SUBSTATION  3.900 

MARCH  AFB 

•••FAMILY  HOUSING*" 

NAVY 

MARINE  CORPS  BASE  CAMP  PENDLETON 
NEW  CONSTRUCTION  (196  HOMES)  (28.552) 

MARINE  CORPS  BASE  CAMP  PENDLETON 
FAMILY  HOUSING 

PUBLIC  WORKS  CENTER  SAN  OIEGO 

NEW  CONSTRUCTION  (136  HOMES)  {18.262} 

PUBLIC  WORKS  CENTER  SAN  OIEGO 
FAMILY  HOUSING 


••NAVY 

FAMILY  HOUSING 

AIR  FORCE 
BEALE  AFB 

FAMILY  HOUSING  (76  UNITS)  {8.842} 

BEALE  AFB 
FAMILY  HOUSING 

EDWARDS  AFB 

FAMILY  HOUSING  (34  UNITS)  {4.629} 

EOWARDS  AFB 
FAMILY  HOUSING 

VANOENBERG  AFB 

FAMILY  HOUSING  (128  UNITS)  {16,460} 

VANOENBERG  AFB 
FAMILY  HOUSING 

••AIR  FORCE 

FAMILY  HOUSING 

••CALIFORNIA 

FAMILY  HOUSING 


FEB  1994 

TOTAL 


3.400 

5.100 

10,280 

3.500 

400 

400 

4.300 

3.900 

{28,552} 

08.262} 

{46,814} 

{8,842} 

{4.629} 

(16.460) 

{29.931} 

109,470 

(76.745) 


STATE-  99 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTEO 


ACTIVE.  SUARO  AM)  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

1NS10E  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME - 

COLORADO 
AIR  FORCE 
PETERSON  AF8 

UNDERGROUND  FUEL  STORAGE  TANKS 
PETERSON  AF8 


1.750 


1.750 


AIR  NATIONAL  GUARD 
BUCKLEY  ANG8 

ADO  TO  F -16  FUEL  CELL  OOCK 
AIRCRAFT  WASHRACK  AND  OE ICING  PAD 
BUCKLEY  ANGB 


1.300 

400 

1.700 


•••FAMILY  HOUSING*** 


ARMY 

FORT  CARSON 

REPLACEMENT  CONSTRUCTION  (145)  (16.500) 

FORT  CARSON 

FAMILY  HOUSING  (16.500) 


••COLORADO 

FAMILY  HOUSING 


3,450 

(16.500) 


DELAWARE 
AIR  FORCE 
DOVER  AFB 
DORMITORY 
DOVER  AFB 


4.600 


4.600 


DISTRICT  OF  COLUMBIA 
DEF  INTELLIGENCE  AGENCY 
BOLLING  AFB 

CHILLER  COOLING  TOWER  DIAC  600 

BOLLING  AFB  600 

•••FAMILY  HOUSING*" 


AIR  FORCE 
BOLLING  AFB 

FAMILY  HOUSING  (100  UNITS)  (9.000) 

BOLLING  AFB 

FAMILY  HOUSING  (9.000) 


••DISTRICT  OF  COLUMBIA 
FAMILY  HOUSING 


600 

(9.000) 


FLORIDA 

NAVY 

JACKSONVILLE  FLT  &  INDUSTRIAL  SUPPLY  CENTER 
HAZARDOUS  AND  FLAWABLE  STOREHOUSE  ADON  2.200 

JACKSONVILLE  FLT  t  INDUSTRIAL  SUPPLY  CENTER  2.200 


PENSACOLA  NAVAL  AIR  STATION 
AIR  TRAFFIC  CONTROL  TOWER 
PENSACOLA  NAVAL  AIR  STATION 


2,100 


2.100 


••NAVY 


4.300 


AIR  FORCE 
CAPE  CANAVERAL  AFS 

CORROSION  CONTROL  FACILITY  1.700 

OELTA  LAUNCH  OPERATIONS  FACILITY  7,000 

SLF I -UPGRADE  ELECTRICAL  DISTRIBUTION  SYS  1.750 

CAPE  CANAVERAL  AFS  10.450 


STATE-  100 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP ./INSTALLATION 

. PROJECT  NAME . 

FLORIDA 
AIR  FORCE 
EGLIN  AF8 

RENOVATE  CLIMATIC  TEST  CHAMBER  PHASE  II 
EGLIN  AFB 

••AIR  FORCE 

SPECIAL  OPERATIONS  COMMAND 
EGLIN  AUX  FIELD  9 
HC-130  PARK  APRON  (H) 

SIMULATOR  FAC  ADO  (H) 

EGLIN  AUX  FIELO  9 

ARMY  NATIONAL  GUARO 
CAMP  6LANDING 

TRNG  SITE.  WASTEWATER  TREAT  PLANT 
CAMP  BLANDING 

•••FAMILY  HOUSING*** 


DATA  AS  OF  07  FEB  1994 


PROJ  COST  TOTAL 


20.000 

20.000 


30.450 


7.500 

4.800 

12.300 


2.083 


2,083 


AIR  FORCE 
PATRICK  AFB 

FAMILY  HOUSING  (75  UNITS)  (7  145} 

PATRICK  AFB 

FAMILY  HOUSING  (7  145) 


••FLORIDA 

FAMILY  HOUSING 


49.133 

(7.145) 


GEORGIA 

ARMY 

FORT  BENNING 

MOBILIZATION  DEPLOYMENT  WAREHOUSE 
FORT  BENNING 

FORT  GORDON 

BRIGADE  VEHICLE  MAINTENANCE  FACILITY 
CENTRAL  VEHICLE  WASH  FACILITY 
CONSOLIDATED  MAINTENANCE  FACILITY 
SECURE  COMPARTMENTEO  INFORMATION  FACILITY 
WHOLE  BARRACKS  RENEWAL 
FORT  GORDON 

**ARMY 

AIR  FORCE 
MOODY  AFB 

CONSTRUCT  UEPH  DORMITORY 
UPGRADE  AIRFIELD  PAVEMENTS 
MOODY  AFB 

ROBINS  AFB 

J-STARS  ADO  TO  INTEGRATED  SUPPORT  FACILITY 
J-STARS  OORMITORY 
J-STARS  EXPANDED  FLIGHT  KITCHEN 
J-STARS  UTILITIES/  MISCELLANEOUS  SUPPORT 
UPGRADE  STORM  DRAINAGE  SYSTEM 
ROBINS  AFB 

••AIR  FORCE 

AIR  NATIONAL  GUARD 
ROBINS  AFB 

ALTER  B-l  MAINTENANCE  HANGER 


4.650 

4.650 


8.600 

1.650 

11.000 

2.500 

21.000 

44.750 


49.400 


3.800 

6,000 

11,800 


3,100 

5,525 

1.850 

3.825 

2,200 

16.500 


28.300 


2,950 


STATE-  101 


F¥  1995  MILITARY  CONSTRUCTION  TOTAL  06LIGAT10NAL  AUTHORITY  AS  REOUESTED 

DATA  AS  OF  07  FEB  1994 


ACTIVE.  6UAR0  AND  RESERVE  FORCES 
INSIOE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP. /INSTALLAT ION 

. PROJECT  NAME . 

GEORGIA 

AIR  NATIONAL  GUARD 
ROSINS  AF8 

B-l  CONSOLIDATED  AIRCRAFT  SPT/HYDRANT  SYS 
8-1  HANGER  COMPLEX 
ROBINS  AFB 

AIR  FORCE  RESERVE 
0088 INS  AF8 

FIRE  FIGHTER  DEVELOPMENT  CENTER 
DOBBINS  AFB 

"•FAMILY  HOUSING*" 


PROJ  COST 


9.400 

8.400 


1.100 


TOTAL 


20,750 


1.100 


AQMV 

FORT  STEWART 

fREPLACEMENT  CONSTRUCTION  (120) 
(MEMO-NON-AOO) 

REPLACEMENT  CONSTRUCTION  (128) 
FORT  STEWART 
(MEMO-NON-AOO) 

FAMILY  HOUSING 


(9,700) 

(10,600) 


(9.700) 

(10.600) 


"GEORGIA 

(MEMO-NON-AOO) 
FAMILY  HOUSING 


HAWAII 

ARMY 

SCHOFIELD  BARRACKS 
WHOLE  BARRACKS  RENEWAL 
SCHOFIELD  BARRACKS 

AIR  NATIONAL  GUARD 
HICKAM  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
HICKAM  AFB 

•"FAMILY  HOUSING*" 


99.550 

(9,700) 

(10.600) 


10.000 


10.000 


1,000 


1.000 


ARMY 

SCHOFIELD  BARRACKS 

REPLACEMENT  CONSTRUCTION  (190)  (26,000) 

SCHOFIELD  BARRACKS 

FAMILY  HOUSING  (26.000) 


"HAWAII 

FAMILY  HOUSING 


11.000 

(26.000) 


IDAHO 
AIR  FORCE 
MOUNTAIN  HOME  AFB 
OORMITORY 
MOUNTAIN  HOME  AFB 

AIR  NATIONAL  GUARD 
BOISE  AIRPORT 
UPGRADE  BASE  DRAINAGE 
BOISE  AIRPORT 

•"FAMILY  HOUSING"* 


4.950 


380 


4.950 


380 


AIR  FORCE 
MOUNTAIN  HOME  AFB 

FAMILY  HOUSING  (4  UNITS)  (881) 


#  AUTHORIZED  IN  PRIOR  YEAR 


STATE-  102 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  08LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITEO  STATES 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

IDAHO 
AIR  FORCE 
MOUNTAIN  HOME  AFB 

FAMILY  HOUSING  (60  UNITS)  (5,712) 

MOUNTAIN  HOME  AFB 

FAMILY  HOUSING  {6.593} 


**IOAHO  5,330 

FAMILY  HOUSING  (6.593) 


ILLINOIS 

NAVY 

GREAT  LAKES  PUBLIC  WORKS  CENTER  NAVY 
SANITARY  SEWER  SYSTEM  UPGRADE  13.000 

GREAT  LAKES  PUBLIC  WORKS  CENTER  NAVY  13.000 

AIR  FORCE 
SCOTT  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  2.700 

SCOn  AFB  2.700 

••‘FAMILY  HOUSING*** 


AIR  FORCE 
SCOTT  AFB 

CARDINAL  CREEK  PHASE  III  (30.000) 

scon  AFB 

FAMILY  HOUSING  (30.000) 


••ILLINOIS 

FAMILY  HOUSING 


15.700 

(30.000) 


INOIANA 

AIR  NATIONAL  GUARD 
FT  UAVNF  MAP 

AIRCRAFT  DEICING  APRON  400 

FIRE  STATION  AND  AGE  SHOP  1.950 

FUEL  SYSTEMS  MAINTENANCE  *  CORROSION  FAC  5.200 

FT  WAYNE  MAP  7.550 


AIR  FORCE  RESERVE 
GRISSOM  AFB 

CANTONMENT  AREA  ENV  COMPLIANCE  2,200 

GRISSOM  AFB  2.200 


••INDIANA  9.750 


KANSAS 
AIR  FORCE 
MCCONNELL  AFB 

STORM  ORAINAGE  FACILITIES  500 

MCCONNELL  AFB  500 

AIR  NATIONAL  GUARD 
FORBES  FIELD 

SITE  RESTORATION  &  FUEL  STRG  TANK  REMOVAL 
UPGRADE  SANITARY  SEWER  SYS 
FORBES  FIELD 

•••FAMILY  HOUSING*** 

AIR  FORCE 
MCCONNELL  AFB 

FAMILY  HOUSING  (70  UNITS)  (8.322) 

MCCONNELL  AFB 

FAMILY  HOUSING  (8,322) 


2,950 

670 

3.620 


••KANSAS 

FAMILY  HOUSING 


4,120 

(8,322) 


STATE-  103 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  00LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF  07 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COW. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

KENTUCKY 

ARMY 

FORT  CAMPBELL 

RAILROAD  TRACK  14.400 

WHOLE  BARRACKS  RENEWAL  22.000 

FORT  CAMPBELL 

AIR  NATIONAL  GUARD 
STANDIFORD  FIELD 

FUEL  CELL  ANO  CORROSION  CONTROL  DOCK  2.950 

STANOIFORO  FIELD 

••KENTUCKY 


LOUISIANA 
AIR  FORCE 
BARKSOALE  AFB 

STORM  DRAINAGE  FACILITIES  1.500 

BARKSOALE  AFB 

NAVY  RESERVE 

NAVAL  AIR  STATION  NEW  ORLEANS 

ARMING  PAD  840 

NAVAL  AIR  STATION  NEW  ORLEANS 

•••FAMILY  HOUSING*** 

AIR  FORCE 
BARKSOALE  AFB 

FAMILY  HOUSING  (82  UNITS)  (8.236) 

BARKSDALE  AFB 
FAMILY  HOUSING 

••LOUISIANA 

FAMILY  HOUSING 


MAINE 

AIR  NATIONAL  GUARO 
BANGOR  IAP 

REFUELING  VEHICLE  MAINTENANCE  FACILITY 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
BANGOR  IAP 


379 

640 


MARYLAND 

ARMY 

AOELPHI  LAB  CENTER 

COMPUTER  CENTER  6,600 

ADELPHI  LAB  CENTER 

AIR  FORCE 
ANDREWS  AFB 

DORMITORY  6.300 

ANDREWS  AFB 

NATIONAL  SECURITY  AGENCY 
FORT  MEADE 

CRITICAL  SUBSTATION  CONTROL  5,458 

FANX  II  PURCHASE  14,800 

SUPERCOMPUTER  FACILITY  12.720 

FORT  MEADE 


•••FAMILY  HOUSING*** 

NAVY 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 
NEW  CONSTRUCTION  (HSG  OFFICE)  (863) 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 
FAMILY  HOUSING 

••MARYLAND 

FAMILY  HOUSING 


FEB  1994 

TOTAL 


36.400 


2.950 


39.350 


1,500 


640 


(8.236) 


2.340 

(8.236) 


1.219 


6.600 


6.300 


32.978 


(863) 


45.878 

(363) 


STATE.  104 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION 

. PROJECT  NAME . 

MASSACHUSETTS 
AIR  FORCE  RESERVE 
HESTOVER  AFB 
REPLACE  TAXIWAY  *G“ 

REPLACE  UNDERGROUND  STORAGE  TANKS 
WESTOVER  AFB 


DATA  AS  OF  07  FEB  1994 


PROJ  COST  TOTAL 


•FAMILY  HOUSING** 


ARMY 

NATICK  RESEARCH  CENTER 
REPLACEMENT  CONSTRUCTION  (35) 
NATICK  RESEARCH  CENTER 
FAMILY  HOUSING 

••MASSACHUSETTS 

FAMILY  HOUSING 


(4.150) 


(4.150) 


6.100 

{4.150) 


MICHIGAN 

AIR  NATIONAL  GUARD 
ALPENA  COUNTY  REGIONAL  AIRPORT 
FIREMEN  TRAINING  FACILITY 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ALPENA  COUNTY  REGIONAL  AIRPORT 

SELFRIDGE  ANGB 
UPGRADE  HEATING  SYSTEM 
UPGRADE  STORM  ORAINAGE  SYSTEM 
SELFRIDGE  ANGB 

WK  KELLOGG  REGIONAL  AIRPORT 
FIRE  STATION  &  AIRCRAFT  GROUND  EQUIP  SHOP 
WK  KELLOGG  REGIONAL  AIRPORT 

**AIR  NATIONAL  GUARD 


MISSISSIPPI 
AIR  FORCE 
KEESLER  AFB 

UPGRADE  FIRE  SUPPRESSION  SYSTEM 
7-LEVEL  TRAINING  CLASSROOMS 
7-LEVEL  TRAINING  DORMITORY 
KEESLER  AFB 


11.240 


MISSOURI 
AIR  FORCE 
WHITEMAN  AFB 

8-2  ADAL  APRON,  TAXIWAY,  &  CONVOY  ROADS 
B-2  ADAL  OOCK  6  HANGAR  FIRE  PROTECTION  SYS 
B-2  AIRCRAFT  MAINT  DOCKS/HYORANT  FUELING 
STORM  DRAINAGE  FACILITIES 
WHITEMAN  AFB 

AIR  NATIONAL  GUARD 
JEFFERSON  BARRACKS  ANG  SITE 
REPLACE  FUEL  TANKS/UPGRAOE  REFUEL  BOOTH 
JEFFERSON  BARRACKS  ANG  SITE 


4,600 

3,400 

15,000 

1,290 


24,290 


ST  L0UIS-LAM8ERT  FIELD 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
ST  LOUIS-LAMBERT  FIELD 

**AIR  NATIONAL  GUARD 


STATE-  10S 


FV  IMS  MILITARY  CONSTRUCTION  TOTAL  OOLI6ATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  6UAR0  ANO  RESERVE  FORCES  DATA  AS  OF  0?  FEB  1994 

INS IDE  THE  UNITEO  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PAOJ  COST  TOTAL 

. PROJECT  NAME . . 

NISSOURI 

•••FAMILY  HOUSING*** 

AIR  FORCE 
WHITEMAN  AFS 

HOUSING  OFFICE  (567) 

WHITEMAN  AFB 

FAMILY  HOUSING  {567} 


“MISSOURI 

FAMILY  HOUSING 


25.230 

(567) 


MONTANA 
AIR  FORCE 
MALMS TROM  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS  3.200 

UNGO  FUEL  STORAGE  TANKS  MINUTEMAN  III  FACS  4.000 

MALMSTROM  AFB  7,200 

AIR  NATIONAL  GUARD 
GREAT  FALLS  IAP 

ADAL  FUEL  CELL  AND  CORROSION  CONTROL  HANG  1.150 

GREAT  FALLS  IAP  1.150 


“MONTANA 

8.350 

NEBRASKA 

AIR  FORCE 

OFFUTT  AFB 

STORM  DRAINAGE  FACILITIES 

UNDERGROUND  FUEL  STORAGE  TANKS 

OFFUTT  AFB 

1.500 

760 

2.260 

AIR  NATIONAL  GUARD 

LINCOLN  MAP 

PARKING  APRON, JET  FUEL  STOR  AND  OPTNG  COM 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

LINCOLN  MAP 

14,274 

500 

14.774 

“NEBRASKA 

17.034 

NEW  JERSEY 

ARMY 

MIL  OCEAN  TERM  BAYONNE 

PAVE  CARGO  STAGING  ANO  HOLDING  AREA 

MIL  OCEAN  TERM  BAYONNE 

4,050 

4.050 

NAVY 

LAKEHURST  NAVAIRWARFARE  CTR  AIRCRAFT  DIV 
POTABLE  WATER  DISTRIBUTION  SYSTEM  ADDN 
LAKEHURST  NAVAIRWARFARE  CTR  AIRCRAFT  DIV 

2.950 

2.950 

AIR  FORCE 

MCGUIRE  AFB 

DORMITORY 

OORMITORY 

UPGRADE  SANITARY  SEWER  SYSTEM 

UPGRADE  STORM  DRAINAGE  FACILITIES 

MCGUIRE  AFB 

8,700 

1,600 

4.800 

1.900 

17.000 

DEFENSE  MEDICAL  SUPPORT  ACTIVITY 

FORT  OIX 

HOSPITAL  LIFE  SAFETY  UPGRADE 

FORT  OIX 

2.000 

2.000 

STATE-  106 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION  PRQJ  COST  TOTAL 

. PROJECT  NAME . 

NEW  JERSEY 
AIR  NATIONAL  GUARD 
MCGUIRE  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.000 

MCGUIRE  AFB  1,000 


"NEW  JERSEY  27.000 


NEW  MEXICO 
NAVY 

WHITE  SANDS  NAVAL  ORD  MISSILE  TEST  STA 
WEAPONS  TEST  RANGE 

WHITE  SANDS  NAVAL  ORO  MISSILE  TEST  STA 

AIR  FORCE 
HOLLOMAN  AFB 
OORMITORY 
HOLLOMAN  AFB 

KIRTLAND  AFB 

UNDERGROUND  FUEL  STORAGE  TANKS 
KIRTLAND  AF<5 

"AIR  FORCE 

SPECIAL  OPERATIONS  COMWNO 
KIRTLAND  AIR  FORCE  BASE 
AIRCREW  TRAINING  FACILITY 
KIRTLANO  AIR  FORCE  BASE 

AIR  NATIONAL  GUARD 
KIRTLAND  AFB 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
KIRTLANO  AFB 

"•FAMILY  HOUSING"* 


1.390 


1.390 


3.950 


3.950 


3.200 


3,200 

7.150 


9.600 


9.600 


900 


900 


AIR  FnRCE 
CANNON  AFB 

FAMILY  HOUSING  (1  UNIT)  (230) 

CANNON  AFB 

FAMILY  HOUSING  (230) 

HOLLOMAN  AFB 

FAMILY  HOUSING  (76  UNITS)  (7  733} 

HOLLOMAN  AFB 

FAMILY  HOUSING  {7  733) 


KIRTLANO  AFB 

FAMILY  HOUSING  (106  UNITS) 
KIRTLANO  AFB 
FAMILY  HOUSING 

"AIR  FORCE 

FAMILY  HOUSING 


CIO .058} 


(10.05 8} 


(18.021} 


"NEW  MEXICO 

FAMILY  HOUSING 


19.040 

{18.021} 


NEW  YORK 
ARMY 

U  S  MILITARY  ACADEMY 

RENOVATE  FOOD  PROCESSING  FACILITY  28.000 

U  S  MILITARY  ACAOEMY  28.000 


STATE-  107 


F»  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 

ACTIVE.  GUARO  ANO  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INS  IK  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP. /INSTALLATION  PRQJ  COST  TOTAL 

. PROJECT  NAME . 

NEW  YORK 

AIR  NATIONAL  GUARD 
HANCOCK  FIELD 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
HANCOCK  FIELD 

NIAGARA  FALLS  INTERNATIONAL  AIRPORT 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
NIAGARA  FALLS  INTERNATIONAL  AIRPORT 


580 


640 


580 


640 


**AIR  NATIONAL  GUARD 


1.220 


•••FAMILY  HOUSING*** 


ARMY 

U  S  MILITARY  ACADEMY 
REPLACEMENT  CONSTRUCTION  (56) 
U  S  MILITARY  ACADEMY 
FAMILY  HOUSING 

••NEW  YORK 

FAMILY  HOUSING 


(8.000) 


(8.000) 


29.220 

(8.000) 


NORTH  CAROLINA 
ARMY 

FORT  BRAGG 

WHOLE  BARRACKS  RENEWAL 
FORT  BRAGG 

SUNNY  POINT  ARMY  TERM 
OREOGE  TERMINAL  ENTRANCE 
HOLDING  PAD 
SUNNY  POINT  ARMY  TERM 

••ARMY 

NAVY 

CAMP  LEJEUNE  MARINE  CORPS  BASE 
MULTI-PURPOSE  TRAINING  RANGE  COMPLEX 
OIL  SPILL  PREVENTION 
CAMP  LEJEUNE  MARINE  CORPS  BASE 

CHERRY  POINT  MARINE  CORPS  AIR  STATION 
CYROGENICS  FACILITY 
CHERRY  POINT  MARINE  CORPS  AIR  STATION 

••NAVY 

AIR  FORCE 
POPE  AFB 

AIRCRAFT  PARKING  APRON  LIGHTING 
•BRIDGE.  ROAD,  AM)  UTILITIES 
FIRE  TRAINING  FACILITY 
POPE  AFB 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

KFENSE  MEDICAL  SUPPORT  ACTIVITY 
FORT  BRAGG 

•HOSPITAL  REPLACEMENT  PHASE  III 
FORT  BRAGG 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

AIR  NATIONAL  GUARD 
DOUGLAS  MAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
DOUGLAS  MAP 


29.000 


16.500 

5.700 


10.400 

4.450 


2,100 


1,500 

4,000 

1.100 


75,000 


690 


29.000 

22.200 

51.200 

14.850 

2.100 

16.950 


6.600 

(4.000) 


75.000 

(75.000) 


690 


•  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


STATE-  108 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARO  AND  RESERVE  FORCES  DATA  AS  OF  07 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

NORTH  CAROLINA 
•••FAMILY  HOUSING*** 

AIR  FORCE 
POPE  AFB 

FAMILY  HOUSING  (120  UNITS)  (14.874) 

POPE  AFB 
FAMILY  HOUSING 

SEYMOUR  JOHNSON  AFB 

FAMILY  HOUSING  (74  UNITS)  (6,025) 

SEYMOUR  JOHNSON  AFB 
FAMILY  HOUSING 

••AIR  FORCE 

FAMILY  HOUSING 

••NORTH  CAROLINA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


NORTH  DAKOTA 
AIR  FORCE 

RPANn  UR 

UNGD  FUEL  STORAGE  TANKS  •  MISSILE  FACS  5.200 

GRAND  FORKS  AFB 

MINOT  AFB 

STORM  DRAINAGE  FACILITIES 
UNDERGROUND  FUEL  STORAGE  TANKS 
UNGD  FUEL  STORAGE  TANKS  -  MISSILE  FACS 
MINOT  AFB 

••AIR  FORCE 

•"FAMILY  HOUSING*** 

AIR  FORCE 
GRAND  FORKS  AFB 
HOUSING  OFFICE  (709) 

GRAND  FORKS  AFB 
FAMILY  HOUSING 

"NORTH  DAKOTA 

FAMILY  HOUSING 


1.500 

1.400 

2.950 


OHIO 

AIR  FORCE 

WRIGHT -PATTERSON  AFB 

UPGRADE  STORM  ORA INAGE  SYSTEM  3.350 

WRIGHT -PATTERSON  AFB 

OEFENSE  LOGISTICS  AGENCY 
DEFENSE  CONSTRUCTION  SUPPLY  CENTER 
FIRE  STATION  2,200 

DEFENSE  CONSTRUCTION  SUPPLY  CENTER 

AIR  NATIONAL  GUARO 
MANSFIELD  IAHM  AIRPORT 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  770 

MANSFIELD  LAHM  AIRPORT 

SPRINGFIELD  MAP 

AOAL  FUEL  CELL  AND  CORROSION  CONTROL  OOCK  1.250 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  400 

SPRINGFIELD  MAP 


FEB  1994 

TOTAL 


(14,874) 


(6.025) 


(20.899) 


150.440 

(79.000) 

(20.899) 


5.200 


5.850 


11.050 


(709) 


11.050 

(709) 


3,350 


2.200 


770 


1.650 


STATE-  109 


FT  IMS  MILITARY  CONSTRUCTION  TOTAL  06LI6ATI0NAL  AUTHORITY  AS  REQUESTED 

ACTIVE.  GUARD  AM)  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITED  STATES 
(J  THOUSANDS) 

STATE/COMF. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

OHIO 

AIR  NATIONAL  GUARD 
TOLEDO  EXPRESS  AIRPORT 

AIRCRAFT  DEICING  APRON  320 

TOLEOO  EXPRESS  AIRPORT  320 


"AIR  NATIONAL  GUARD  2,740 


AIR  FORCE  RESERVE 
YOUNGSTOWN  MAP 

INDUSTRIAL  WASTE  WATER  PRETREAT  FACILITY  500 

YOUNGSTOWN  MAP  500 


"OHIO  8.790 


OKLAHOMA 

ARMY 

FORT  SILL 

WHOLE  BARRACKS  RENEWAL  18.000 

FORT  SILL  18.000 


AIR  FORCE 
ALTUS  AFB 

ADO  TO  AND  ALTER  OORMITORY 
ALTUS  AFB 


3.750 


3.750 


TINKER  AFB 

CORROSION  CONTROL  FACILITY  (060F) 
STORM  DRAINAGE  SYSTEM 
TINKER  AFB 


6.400 

1.243 

9.643 


VANCE  AFB 
ALTER  DORMITORIES 
FIRE  TRAINING  FACILITY 
UPGRADE  SANITARY  SEWER  SYSTEM 
UPGRADE  STORM  DRAINAGE  SYSTEM 
VANCE  AFB 


2.300 

980 

1.100 

1.800 

6.180 


"AIR  FORCE  19.573 

AIR  NATIONAL  GUARD 
TULSA  IAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  700 

TULSA  IAP  700 


"OKLAHOMA  38.273 


OREGON 

ARMY 

UMATILLA  ARMY  DEPOT 

AMMUNITION  DEMILITARIZATION  FACILITY  179.000 

UMATILLA  ARMY  DEPOT  179,000 


AIR  NATIONAL  GUARD 
PORTLANO  IAP 
SITE  RESTORATION 
PORTLAND  IAP 

"OREGON 


1.700 

1,700 


180,700 


PENNSYLVANIA 
AIR  NATIONAL  GUARD 

GREATER  PITTSBURGH  INTERNATIONAL  AIRPORT 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  500 

GREATER  PITTSBURGH  INTERNATIONAL  AIRPORT  500 


STATE-  110 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARO  AND  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITED  STATES 
(S  THOUSANDS) 

STATE /COMP. /INSTALL AT I ON  PROJ  COST  TOTAL 

. PROJECT  NAME . 

PENNSYLVANIA 
AIR  NATIONAL  GUARO 

MAflfiTKRltfiK  TAP 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 
HARRISBURG  IAP 


690 


690 


FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE 
REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  1.800 

FT  INOIANTOWN  ANG  COMMUNICATIONS  SITE  1.800 

WILLOW  GROVE  NAS 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  470 

WILLOW  GROVE  NAS  470 


••AIR  NATIONAL  GUARD  3.460 


RHODE  ISLAND 
NAVY 

NEWPORT  NAVAL  EDUCATION  t  TRAINING  CENTER 
SANITARY  SEWER  SYSTEM  UPGRADES  14.500 

NEWPORT  NAVAL  EDUCATION  &  TRAINING  CENTER  14.500 


SOUTH  CAROLINA 
NAVY 

PARRIS  ISLAND  MARINE  CORPS  RECRUIT  OEPOT 
CHILD  DEVELOPMENT  CENTER  2.550 

PARRIS  ISLAND  MARINE  CORPS  RECRUIT  OEPOT  2.550 


AIR  FORCE 
CHARLESTON  AFB 

ALTER  DORMITORIES  9.900 

UPGRADE  HAZARDOUS  WASTE  STORAGE  FACILITY  1.500 

CHARLESTON  AFB  11.400 

•••FAMILY  HOUSING*** 


AIR  FO%t 
SHAW  AFB 

FAMILY  HOUSING  (3  UNITS)  (631) 

SHAW  AFB 

FAMILY  HOUSING  (631) 


••SOUTH  CAROLINA 

FAMILY  HOUSING 


13.950 

(631) 


SOUTH  OAKOTA 
AIR  FORCE 
ELLSWORTH  AFB 

STORM  DRAINAGE  FACILITIES  1.450 

ELLSWORTH  AFB  1.450 


TENNESSEE 
AIR  FORCE 

ARNOLD  ENGINEERING  OEV  CENTER 

HAZARDOUS  WASTE/MATERIAL  STORAGE  FACILITY  1,900 

ARNOLO  ENGINEERING  OEV  CENTER  1.900 


TEXAS 

ARMY 

FORT  HOOD 

WHOLE  BARRACKS  RENEWAL  29.000 

FORT  HOOD  29.000 


STATE-  111 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  08L1GATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE,  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  07  FEB  1994 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

TEXAS 

ARMY 

FORT  SAM  HOUSTON 

SEWAGE  TREATMENT  PLANT  -  CAMP  BULLIS  4.300 

FORT  SAM  HOUSTON  4,300 


••ARMY  33,300 

NAVY 

INGLESIOE  NAVAL  STATION 

MAGNETIC  SILENCING  FAC  W/LAND  ACQUISITION  14.110 

INGLESIOE  NAVAL  STATION  14.110 


AIR  FORCE 
KELLY  AFB 

ADO  TO  AND  ALTER  OORMITORY 
UPGRADE  HYDRANT  FUELING  SYSTEMS 
UPGRADE  SANITARY  SEWER  LINES 
KELLY  AFB 


2.250 

3.700 

3.000 

8.950 


LACKLAND  AFB 
ALTER  RECRUIT  DORMITORY 
7-LEVEL  TRAINING  CLASSROOMS 
LACKLAND  AFB 


3.400 

1.800 

5.200 


SHEPPARD  AFB 

7-LEVEL  TRAINING  CLASSROOMS 
SHEPPARD  AFB 


3.300 


3.300 


••AIR  FORCE 
•••FAMILY  HOUSING*** 


17.450 


ARMY 

FORT  BLISS 

REPLACEMENT  CONSTRUCTION  (105) 
REPLACEMENT  CONSTRUCTION  (110) 
FORT  BLISS 
FAMILY  HOUSING 


(10.800} 

(10.600) 


(21.400) 


FORT  SAM  HOUSTON 

REPLACEMENT  CONSTRUCTION  (100)  (10,000) 

FORT  SAM  HOUSTON 

FAMILY  HOUSING  (10.000) 


••ARMY 

FAMILY  HOUSING 


(31- *00} 


AIR  FORCE 
OVESS  AFB 

FAMILY  HOUSING  (59  UNITS)  (7,077) 

OVESS  AFB 

FAMILY  HOUSING  (7.077) 


••TEXAS 

FAMILY  HOUSING 


64.860 

(38,477) 


UTAH 

AIR  NATIONAL  GUARD 
SALT  LAKE  CITY  IAP 

AIRCRAFT  WASHRACK  AND  DEICE  FACILITY  400 

SALT  LAKE  CITY  IAP  400 


VIRGINIA 

ARMY 

FORT  MYER 

WHOLE  BARRACKS  RENEWAL  7.300 

FORT  MYER  7.300 


STATE-  112 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES 
INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP. /INSTALLATION 

. PROJECT  NAME . 

VIRGINIA 

NAVY 

CHESAPEAKE  NAVAL  SECURITY  GROUP  ACT  NW 
CHILD  DEVELOPMENT  CENTER 
CHESAPEAKE  NAVAL  SECURITY  GROUP  ACT  NW 


DATA  AS  OF  07  FEB  1994 


PROJ  COST 


DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 
CHILD  DEVELOPMENT  CENTER 
DAM  NECK  FLEET  COMBAT  TRAIN  CTR  ATLANTIC 

NORFOLK  MARINE  CORPS  SEC  FORCr  BATT  LANT 
BACHELOR  ENLISTED  QUARTERS 
NORFOLK  MARINE  CORPS  SEC  FORCE  BATT  LANT 


NORFOLK  NAVAL  STATION 
BACHELOR  ENLISTED  QUARTERS 
NORFOLK  NAVAL  STATION 


16.430 


QUANTICO  MARINE  CORPS  C0M8AT  DEV  C0H4AN0 
SEWAGE  TREATMENT  PLANT 
QUANTICO  MARINE  CORPS  COMBAT  DEV  COMMAND 

••NAVY 


19,900 


19.900 


45.560 


DEFENSE  LOGISTICS  AGENCY 
FT.  BELVOIR 

CHILO  DEVELOPMENT  CENTER 
FT.  BELVOIR 

DEF  FUEL  SUPPORT  POINT  CRANEY  ISLANO 
MAINTENANCE  &  OPERATIONS  FACILITY 
DEF  FUEL  SUPPORT  POINT  CRANEY  ISLANO 

••DEFENSE  LOGISTICS  AGENCY 


DEFENSE  MEDICAL  SUPPORT  ACTIVITY 
PORTSMOUTH  NAVAL  HOSPITAL 
•HOSPITAL  REPLACEMENT  PHASE  VI 
PORTSMOUTH  NAVAL  HOSPITAI 
AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


120.000 


120.000 

(120.000) 


•••FAMILY  HOUSING*** 

NAVY 

NAVAL  SHIPYARO  PORTSMOUTH 
NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 
NAVAL  SHIPYARO  PORTSMOUTH 
FAMILY  HOUSING 


AIR  FORCE 
LANGLEY  AFB 

FAMILY  HOUSING  (148  UNITS)  (14,421} 

LANGLEY  AFB 
FAMILY  HOUSING 

••VIRGINIA 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


(14,421) 


181,112 

(120,000) 

(14.976) 


WASHINGTON 

ARMY 

FORT  LEWIS 

WHOLE  BARRACKS  RENEWAL 
WHOLE  BARRACKS  RENEWAL 
FORT  LEWIS 


32.000 

32.000 


64,000 


*  AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 


STATE-  113 


fi  1995  MILITARY  CONSTRUCTION  TOTAL  06LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  A NO  RESERVE  FORCES 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE /COMP ./ INSTALLAT ION 

DATA  AS  OF  07 

PROJ  COST 

FEB  1994 

TOTAL 

WASHINGTON 

NAVY 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

industrial  wastewater  treatment  FACILITY 
UTILITIES  AND  SITE  IMPROVEMENTS 

BREMERTON  PUGET  SOUND  NAVAL  SHIPYARD 

3,200 

7.840 

11.040 

EVERETT  NAVAL  STATION 

BACHELOR  ENLISTEO  QUARTERS 

CHILD  DEVELOPMENT  CENTER 

FLEET  RECREATION  CENTER 

HAZARDOUS  WASTE  STORAGE  AND  TRANSFER  FAC 
PHYSICAL  FITNESS  FACILITIES 

EVERETT  NAVAL  STATION 

7.450 

2,900 

3.000 

1.500 

6.840 

21.690 

WHIDBEY  ISLAND  NAVAL  AIR  STATION 

FIRE  FIGHTING  TRAINING  FACILITY 

INDUSTRIAL  WASTEWATER  PRETREATMENT  FAC 
WASTEWATER  TREATMENT  PLANT  UPGRADE 

WHIDBEY  ISLAND  NAVAL  AIR  STATION 

1.400 

1.400 

2.400 

5.200 

••NAVY 

37,930 

AIR  FORCE 

FAIRCHILD  AFB 

HAZARDOUS  MATERIAL  STORAGE  FACILITY 

STORM  DRAINAGE  FACILITIES 

FAIRCHILO  AFB 

1.400 

2.450 

3.850 

•"FAMILY  HOUSING"* 

NAVY 

NAVAL  STATION  PUGET  SOUND.  EVERETT 

NEW  CONSTRUCTION  (NSG  OFFICE) 

NAVAL  STATION  PUGET  SOUND.  EVERETT 

FAMILY  HOUSING 

(780) 

(780) 

AIR  FORCE 

FAIRCHILD  AFB 

FAMILY  HOUSING  (6  UNITS) 

FAIRCHILD  AFB 

FAMILY  HOUSING 

(1,035) 

(1.035) 

"WASHINGTON 

FAMILY  HOUSING 

105.780 

(1.815) 

WEST  VIRGINIA 

AIR  NATIONAL  GUARO 

E  WV  REGIONAL  APT  (MARTINSBURG) 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS 

E  WV  REGIONAL  APT  (MARTINSBURG) 

500 

500 

WISCONSIN 

AIR  NATIONAL  GUARD 

BILLY  MITCHELL  FIELD 

REPLACE  CENTRAL  HEAT  PLANT 

BILLY  MITCHELL  FIELO 

800 

800 

TRUAX  FIELD 

AOAL  AGE  SHOP/STORAGE 

TRUAX  FIELD 

340 

340 

VOLK  FIELD 

FIREMEN  TRAINING  FACILITY 

VOLK  FIELD 

700 

700 

1.840 


••AIR  NATIONAL  GUARD 


STATE-  114 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF  07 

INSIDE  THE  UNITEO  STATES 
<$  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME .  . 

WISCONSIN 
AIR  FORCE  RESERVE 
BILLY  MITCHELL  FIELD 

FIRE  FIGHTER  TRAINING  FACILITY  1.450 

INSTALL  AIR  EMISSION  CONTROL  0EV1CE  750 

BILLY  MITCHELL  FIELD 

•♦WISCONSIN 


WYOMING 
AIR  FORCE 
F  E  WARREN  AFB 

UNGO  FUEL  STORAGE  TANKS  -  MISSILE  FAC  2,650 

F  E  WARREN  AFB 


•••FAMILY  HOUSING*** 


AIR  FORCE 

F  F  WARREN  AFB 

FAMILY  HOUSING  (106  UNITS)  (11.321) 

F  E  WARREN  AFB 
FAMILY  HOUSING 

••WYOMING 

FAMILY  HOUSING 


CONUS  CLASSIFIED 
AIR  FORCE 

CLASSIFIED  LOCATION 

SPECIAL  TACTICAL  UNIT  DETENTION  FACILITY  2.141 

CLASSIFIED  LOCATION 

OEFENSE  LEVEL  ACTIVITIES 
OSO  MILCON 

CLASSIFIED  LOCATION  5.300 

OSO  MILCON 

AIR  FORCE  RESERVE 
CLASSIFIED  LOCATION  -  AFR  BASE  52 
ADO  TO  AND  ALTER  FACILITIES  FOR  CONVERSION  5,000 
CLASSIFIED  LOCATION  -  AFR  BASE  52 

••CONUS  CLASSIFIED 


CONUS  VARIOUS 
NAVY 

CONUS  VARIOUS 

AIRCRAFT  FIRE/RESCUE  STA  t  VEH  MAINT  FAC  2.200 

CONUS  VARIOUS 


FEB  1994 

TOTAL 


2.200 

4.040 

2.650 

(11.321) 

2.650 

(11.321) 

2,141 

5.300 

5.000 

12.441 

2.200 


STATE-  115 


fi  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATION  AUTHORITY 

ACTIVE.  GUARD  AND  RESERVE  FORCES  DATA  AS  OF  0 

INSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/COMP . /INSTALLAT ION  PRQJ  COST 

. PROJECT  NAME . 


TOTALS 


ARMY 

(MEMO-NON-ADO) 
FAMILY  HOUSING 


NAVY 

FAMILY  HOUSING 
AIR  FORCE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 

DEFENSEWIDE 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 

INSIDE  THE  UNITED  STATES 
(MEMO-NON-ADO) 

AUTHORIZED  FOR  APPROPRIATION  IN  PRIOR  YEAR 
FAMILY  HOUSING 


AS  REQUESTED 
FEB  1994 


TOTAL 


586 .333 
(9.700) 
(96.6S0) 

220.120 

(49,012) 

389.552 

(4.000) 

(181,948) 

353.010 

(261.000) 


1.549,015 

(9,700) 

(265.000) 

(327.610) 


STATE-  116 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AND  RESERVE  FORCES  OATA  AS  OF  07  FEB  199* 

SPECIFIED  OUTSIDE  THE  UNITED  f7ATrS 
(t  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST  TOTAL 

. PROJECT  NAME . 

BELGIUM 

•••FAMILY  HOUSING*** 

NATIONAL  SECURITY  AGENCY 
BELGIUM 

OFFICIAL  RESIDENCE  PURCHASE  (300) 

BELGIUM 

FAMILY  HOUSING  {300} 


GERMANY 
AIR  FORCE 
RAMSTEIN  AB 

HAZARDOUS  WASTE  STORAGE  FACILITY 
UPGRAOE  SEWAGE  COLLECTION  SYSTEM 
RAMSTEIN  AS 


1.150 

11.200 

12.350 


SPANGDAHLEM  AB 
CHILD  DEVELOPMENT  CENTER 
UPGD  SEWAGE  TREATMENT  PLANT  t  SEWER  SYS 
SPANGDAHLEM  AB 


2.273 

7.200 

9,473 


••AIR  FORCE 


21.823 


GREECE 

NAVY 

SOUOA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY 
AIRCRAFT  PARKING  APRON  3.050 

SOUDA  BAY  CRETE  NAVAL  SUPPORT  ACTIVITY  3.050 


GREENLAND 
AIR  FORCE 
THULE  AB 

FIRE  TRAINING  FACILITY  2.450 

THULE  AB  2.450 


ITALY 

NAVY 

NAPLES  NAVAL  SUPPORT  ACTIVITY 


BACHELOR  ENLISTED  QUARTERS 

19.360 

QUALITY  OF  LIFE  FACILITIES  (INCREMENT  II) 

9.100 

NAPLES  NAVAL  SUPPORT  ACTIVITY 

28.460 

SIGONELLA  NAVAL  AIR  STATION 

BACHELOR  ENLISTED  QUARTERS 

13.750 

SIGONELLA  NAVAL  AIR  STATION 

13.750 

••NAVY 

42.210 

KWAJALEIN 

ARMY 

KWAJALEIN 

COVER  RAW  WATER  TANKS 
FUEL  CONTAINMENT  FACILITY 
KWAJALEIN 


PORTUGAL 
AIR  FORCE 
LAJES  FIELD 
REFUSE  INCINERATOR 
LAJES  FIELD 


PUERTO  RICO 
NAVY 

SABANA  SECA  NAVAL  SECURITY  GROUP  ACTIVITY 
OPERATIONS  BUILDING  AOOITION  1.650 

SABANA  SECA  NAVAL  SECURITY  GROUP  ACTIVITY  1.650 


2,850 


2.850 


5.200 

1.200 

6,400 


STATE-  117 


FV  1995  MILITARY  CONSTRUCT I ON  TOTAL  06LI6ATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  AMD  RESERVE  FORCES  DATA  AS  OF  07  FE8  1994 

SPECIF IEO  OUTSIDE  THE  UNITED  STATES 
($  THOUSANDS) 

STATE/CONP. /INSTALLATION  PAOJ  COST  TOTAL 

. PROJECT  NAME . 

PUERTO  RICO 
AIR  NATIONAL  GUARD 
PUERTO  RICO  IAP 

ADO  TO  AND  ALTER  AIRCRAFT  CORROSION  FAC  750 

REPLACE  UNDERGROUND  FUEL  STORAGE  TANKS  590 

PUERTO  RICO  IAP  1  34c 


"PUERTO  RICO 


UNITED  KINGDOM 
NAVY 

ST  MAWGAN  JOINT  MARITIME  COMMUNICATION  CTR 
CHILO  DEVELOPMENT  ANO  YOUTH  CENTER  3.900 

ST  MAWGAN  JOINT  MARITIME  COMMUNICATION  CTR  3.900 

AIR  FORCE 
RAF  LAKENHEATH 

ADO  TO  ANO  ALTER  DORMITORY  3.700 

F-15E  ADO  TO  MUNITIONS  MAINTENANCE  FAC  850 

UPGRADE  STORM  ORAINAGE  SYSTEM  2.550 

RAF  LAKENHEATH  7  .0n 


"UNITED  KINGDOM 


OVERSEAS  CLASSIFIED 
AIR  FORCE 

OVERSEAS  CLASSIFIED 

WAR  REAOINESS  MAINTENANCE/MANAGEMENT  FAC  1.300 

WAR  REAOINESS  MATERIEL  MEDICAL  STORAGE  FAC  2.100 
WAR  REAOINESS  MATERIEL  OPEN  STORAGE  FAC  650 

OVERSEAS  CLASSIFIED 


TOTALS 


ARMY 

NAVY 

AIR  FORCE 

DEFENSEWIOE 

FAMILY  HOUSING 

SPECIFIED  OUTSIOE  THE  UNITED  STATES 
FAMILY  HOUSING 


6,400 

50,810 

39,613 

(300) 

96,823 

(300) 


STATE-  118 


FY  1995  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  GUARD  ANO  RESERVE  FORCES  DATA  AS  OF  07 

UNSPECIFIED  WORLDWIDE 
(1  THOUSANDS) 

STATE/COMP. /INSTALLATION  PROJ  COST 

. PROJECT  NAME . 

WORLDWIDE  UNSPECIFIED 
NATO  INFRASTRUCTURE 


DEFENSE  LEVEL  ACTIVITIES 

229.000 

NATO  INFRASTRUCTURE 

BASE  REALIGNMENT  l>  CLOSURE  PART 

I 

DEFENSE  LEVEL  ACTIVITIES 

87.600 

BASE  REALIGNMENT  l  CLOSURE 

PART 

I 

BASE  REALIGNMENT  i  CLOSURE  PART 

II 

DEFENSE  LEVEL  ACTIVITIES 

573.500 

BASE  REALIGNMENT  &  CLOSURE 

PART 

II 

BASE  REALIGNMENT  &  CLOSURE  ACCT 

PART 

III 

DEFENSE  LEVEL  ACTIVITIES 

2.048.458 

BASE  REALIGNMENT  &  CLOSURE 

ACCT 

PART  III 

CONTINGENCY  CONSTRUCTION 


DEFENSE  LEVEL  ACTIVITIES 

10.411 

CONTINGENCY  CONSTRUCTION 

UNSPECIFIED  MINOR  CONSTRUCTION 

ARMY 

12,000 

NAVY 

7.000 

AIR  FORCE 

7.000 

SPECIAL  OPERATIONS  COMMAND 

4.020 

DEFENSE  LEVEL  ACTIVITIES 

3.000 

JOINT  CHIEFS  OF  STAFF 

5.873 

DOO  DEPENDENT  SCHOOLS 

4.430 

DEFENSE  MEOICAL  SUPPORT  ACTIVITY 

5,025 

ARMY  NATIONAL  GUARD 

5.167 

AIR  NATIONAL  GUARO 

4.000 

ARMY  RESERVE 

2.657 

NAVY  RESERVE 

158 

AIR  FORCE  RESERVE 

4.018 

UNSPECIFIED  MINOR  CONSTRUCTION 

PLANNING  AND  DESIGN 

ARMY 

62.926 

NAVY 

43,380 

AIR  FORCE 

49.386 

SPECIAL  OPERATIONS  COMMAND 

5,713 

BALLISTIC  missile  DEFENSE  ORAGNIZATION 

530 

DEFENSE  LEVEL  ACTIVITIES 

12,360 

OEF  INTELLIGENCE  AGENCY 

450 

DEFENSE  MEOICAL  SUPPORT  ACTIVITY 

26,907 

ARMY  NATIONAL  GUARD 

1.000 

AIR  NATIONAL  GUARD 

11.532 

ARMY  RESERVE 

5,253 

NAVY  RESERVE 

1.357 

AIR  FORCE  RESERVE 

3,172 

PLANNING  ANO  DESIGN 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

OEFENSE  LEVEL  ACTIVITIES 

:o,ooo 

ENERGY  CONSERVATION  IMPROVEMENT  PROGRAM 

ARMY  -  HOST  NATION  SUPPORT 

ARMY 

25.000 

ARMY  -  HOST  NATION  SUPPORT 

WORLDWIDE  UNSPECIFIED 

WORLDWIDE  VARIOUS 
ARMY  NATIONAL  GUARO 
VARIOUS  LOCATIONS -WORLDWIDE  VARIOUS 
ARMORY  UNIT  STORAGE  BUILDING  840 


FEB  1994 

TOTAL 

229,000 

87,600 

573,500 

2.048,458 

10.411 


64.348 


223.966 

50.000 

25.000 

3.312.283 


STATE-  119 


FV  1995  MILITARY  CONSTRUCTION  TOTAL  08LIGATI0NAL  AUTHORITY  AS  REQUESTED 


ACTIVE.  6UAR0  ANO  RESERVE  FORCES 
UNSPECIFIED  WORLDWIDE 
(S  THOUSANDS) 

STATE/COMP ./INSTALLATION 

DATA  AS  OF  07 

PROJ  COST 

FEB  1994 

TOTAL 

WORLDWIDE  VARIOUS 

ARMY  NATIONAL  GUARD 

VARIOUS  LOCATIONS -WORLDWIDE  VARIOUS 

INDOOR  RANGE  MODERNIZATION 

839 

VARIOUS  LOCATIONS-WORLOWIDE  VARIOUS 

1,679 

WORLDWIDE  VARIOUS 

1.679 

TOTALS 

ARMY 

115.682 

NAVY 

51.895 

AIR  FORCE 

79.108 

OEFENSEWIOE 

3,067.277 

UNSPECIFIED  WORLDWIDE 

3.313,962 

STATE-  120 


FY  1995  FAMILY  HOUSING  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 

STATE/COMP. /INSTALLATION 

DATA  AS  OF  07 

PROJ  COST 

FEB  1994 

total 

ARMY 

NEW  CONSTRUCTION 

COLORADO 

FORT  CARSON 

REPLACEMENT  CONSTRUCTION  (145) 

FORT  CARSON 

16.500 

16.500 

GEORGIA 

FORT  STEWART 

#RE PLACEMENT  CONSTRUCTION  (120) 
(MEMO-NON-ADO) 

REPLACEMENT  CONSTRUCTION  (128) 

FORT  STEWART 
(MEMO-NON-ADO) 

(9.700) 

10.600 

10.600 

(9,700) 

HAWAII 

SCHOFIELD  BARRACKS 

REPLACEMENT  CONSTRUCTION  (190) 

SCHOFIELD  BARRACKS 

26,000 

26.000 

MASSACHUSETTS 

NATICK  RESEARCH  CENTER 

REPLACEMENT  CONSTRUCTION  (35) 

NATICK  RESEARCH  CENTER 

4.150 

4.150 

NEW  YORK 

U  S  MILITARY  ACADEMY 

REPLACEMENT  CONSTRUCTION  (56) 

U  S  MILITARY  ACADEMY 

6.000 

B.000 

TEXAS 

FORT  BLISS 

REPLACEMENT  CONSTRUCTION  (105) 

REPLACEMENT  CONSTRUCTION  (110) 

FORT  BLISS 

10.800 

10,600 

21.400 

FORT  SAM  HOUSTON 

REPLACEMENT  CONSTRUCTION  (100) 

FORT  SAM  HOUSTON 

TEXAS 

10.000 

10.000 

31,400 

NEW  CONSTRUCTION 
(MEMO-NON-ADD) 

96.650 

(9.700) 

CONSTRUCTION  IMPROVEMENTS 

49,760 

49.760 

PLANNING 

5,992 

5.992 

TOTAL  FAMILY  HOUSING.  ARMY  CONSTRUCTION 

(MEMO-NON-ADO) 

152.402 

(9.700) 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

MANAGEMENT  ACCOUNT 

MISCELLANEOUS  ACCOUNT 

SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

49.083 

60,340 

1.856 

58.129 

283.933 

473,341 

LEASING 

243,442 

243.442 

MAINTENANCE  OF  REAL  PROPERTY 

404.414 

404.414 

TOTAL  FAMILY  HOUSING.  ARMY  OPERATIONS 

1 

.121.197 

MORTGAGE  INSURANCE  PREMIUMS 

11 

11 

TOTAL  FAMILY  HOUSING.  ARMY  DEBT 

11 

GRAND  TOTAL  FAMILY  HOUSING,  ARMY 
(MEMO-NON-AOO) 

1, 

.273.610 

(9.700) 

#  AUTHORIZED  IN  PRIOR  YEAR 


STATE-  121 


FV  1995  FAMILY  HOUSING  TOTAL  06LIGATI0MAL  AUTHORITY  AS  REQUESTED 


(S  THOUSANDS) 

STATE/COMP . / INSTALLATION 

. PROJECT  NAME . 

NAVY 

NEW  CONSTRUCTION 
CALIFORNIA 

MARINE  CORPS  BASE  CAMP  PENDLETON 
NEW  CONSTRUCTION  (196  HOMES) 

MARINE  CORPS  BASE  CAMP  PENDLETON 

PUBLIC  WORKS  CENTER  SAN  OIEGO 
NEW  CONSTRUCTION  (136  HOMES) 

PUBLIC  WORKS  CENTER  SAN  DIEGO 
CALIFORNIA 

MARYLAND 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 
NEW  CONSTRUCTION  (HSG  OFFICE) 

NAVAL  AIR  TEST  CENTER  PATUXENT  RIVER 

VIRGINIA 

NAVAL  SHIPYARD  PORTSMOUTH 
NEW  CONSTRUCTION  (SELF  HELP/WAREHOUSE) 
NAVAL  SHIPYARD  PORTSMOUTH 

WASHINGTON 

NAVAL  STATION  PUGET  SOUNO.  EVERETT 
NEW  CONSTRUCTION  (HSG  OFFICE) 

NAVAL  STATION  PUGET  SOUND.  EVERETT 

NEW  CONSTRUCTION 

CONSTRUCTION  IMPROVEMENTS 

PLANNING 

TOTAL  FAMILY  HOUSING.  NAVY  CONSTRUCTION 

OPERATING  EXPENSES 
FURNISHINGS  ACCOUNT 
MANAGEMENT  ACCOUNT 
MISCELLANEOUS  ACCOUNT 
SERVICES  ACCOUNT 
UTILITIES  ACCOUNT 
OPERATING  EXPENSES 

LEASING 

MAINTENANCE  OF  REAL  PROPERTY 


DATA  AS  OF  07  FEB  1994 
PROJ  COST  TOTAL 


28.552 

28.552 

18.262 

18,262 

46.614 

863 

863 

555 

555 

780 

780 

49.012 

155.602 

155.602 

24.681 

24,681 

229.295 

32.233 

88.827 

1.217 

48,793 

184.845 

355.915 

114,336 

114.336 

383.263 

383.263 

TOTAL  FAMILY  HOUSING,  NAVY  OPERATIONS 


653.514 


MORTGAGE  INSURANCE  PREMIUMS 


85  85 


TOTAL  FAMILY  HOUSING.  NAVY  0E8T 


85 


GRAND  TOTAL  FAMILY  HOUSING.  NAVY 


1.082.894 


AIR  FORCE 
NEW  CONSTRUCTION 
ALABAMA 
MAXWELL  AFB 


FAMILY  HOUSING  (25  UNITS) 
MAXWELL  AFB 


2.100 


2.100 


ARIZONA 

OAVIS-MONTHAN  AFB 

FAMILY  HOUSING  (120  UNITS)  5.940 

OAVIS-MONTHAN  AFB  5.940 


STATE-  122 


FY  1995  FAMILY  HOUSING  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


(t  THOUSANDS) 
STATE/COMP. /INSTALLATION 

. PROJECT  NAME 

AIR  FORCE 
NEW  CONSTRUCTION 
CALIFORNIA 
BEALE  AFB 

FAMILY  HOUSING  (76  UNITS) 
BEALE  AFB 


DATA  AS  OF  07 
PROJ  COST 


8.642 


EDWARDS  AFB 

FAMILY  HOUSING  (34  UNITS)  4.629 

EDWARDS  AFB 


VANDENBERG  AFB 

FAMILY  HOUSING  (128  UNITS)  16.460 

VANDENBERG  AFB 
CALIFORNIA 


OISTRICT  OF  COLUMBIA 
BOLLING  AFB 

FAMILY  HOUSING  (100  UNITS)  9.000 

BOLLING  AFB 

FLORIDA 
PATRICK  AFB 

FAMILY  HOUSING  (75  UNITS)  7.145 

PATRICK  AFB 

IDAHO 

MOUNTAIN  HOME  AFB 
FAMILY  HOUSING  (4  UNITS) 

FAMILY  HOUSING  (60  UNITS) 

MOUNTAIN  HOME  AFB 

ILLINOIS 
SCOTT  AFB 

CARDINAL  CREEK  PHASE  III  30.000 

SCOTT  AFB 

KANSAS 

MCCONNELL  AFB 

FAMILY  HOUSING  (70  UNITS)  8.^2 

MCCONNELL  AFB 

LOUISIANA 
BARKSDALE  AFB 

FAMILY  HOUSING  (82  UNITS)  8,236 

BARKSDALE  AFB 

MISSOURI 
WHITEMAN  AFB 
HOUSING  OFFICE 
WHITEMAN  AFB 

NEW  MEXICO 
CANNON  AFB 
FAMILY  HOUSING 
CANNON  AFB 

HOLLOMAN  AFB 
FAMILY  HOUSING 
HOLLOMAN  AFB 

KIRTLANO  AFB 
FAMILY  HOUSING 
KIRTLANO  AFB 
NEW  MEXICO 

NORTH  CAROLINA 
POPE  AFB 
FAMILY  HOUSING 
POPE  AFB 


567 


(1  UNIT) 

230 

(76  UNITS) 

7.733 

(106  UNITS) 

10.058 

(120  UNITS) 

14.874 

881 

5.712 


FEB  1994 
TOTAL 

8.842 

4.629 

16.460 

29.931 

9.000 

7,145 

6.593 

30.000 

8.322 

8,236 

567 

230 

7.733 

10,058 

18.021 

14.874 


STATE-  123 


FY  1995  FAMILY  HOUSING  TOTAL  OBLIGATIONAL  AUTHORITY  AS  REQUESTED 


($  THOUSANDS) 

STATI/COMP ./INSTALLATION 

_ _ _ POOIFTT  NAMF... . . 

DATA  AS  OF  1 

PROJ  COST 

AIR  FORCE 

NEW  CONSTRUCTION 

NORTH  CAROLINA 

SEYMOUR  JOHNSON  AFB 

FAMILY  HOUSING  (74  UNITS) 

SEYMOUR  JOHNSON  AFB 

NORTH  CAROLINA 

6,025 

NORTH  OAKOTA 

GRAND  FORKS  AFB 

HOUSING  OFFICE 

GRAND  FORKS  AFB 

709 

SOUTH  CAROLINA 

SHAW  AFB 

FAMILY  HOUSING  (3  UNITS) 

SHAW  AFB 

631 

TEXAS 

OYESS  AFB 

FAMILY  HOUSING  (59  UNITS) 

OYESS  AFB 

7.077 

VIRGINIA 

LANGLEY  AFB 

FAMILY  HOUSING  (148  UNITS) 

LANGLEY  AFB 

14.421 

WASHINGTON 

FAIRCHILO  AFB 

FAMILY  HOUSING  (6  UNITS) 

FAIRCHILO  AFB 

1.035 

WYOMING 

F  E  WARREN  AFB 

FAMILY  HOUSING  (106  UNITS) 

F  E  WARREN  AFB 

11.321 

NEW  CONSTRUCTION 

CONSTRUCTION  IMPROVEMENTS 

61.770 

PLANNING 

9.275 

TOTAL  FAMILY  HOUSING.  AIR  FORCE  CONSTRUCTION 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

MANAGEMENT  ACCOUNT 

MISCELLANEOUS  ACCOUNT 

SERVICES  ACCOUNT 

UTILITIES  ACCOUNT 

OPERATING  EXPENSES 

42.852 

45,076 

5,794 

32.724 

178,472 

LEASING 

112.757 

MAINTENANCE  OF  REAL  PR0PER7 

383.644 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  OPERATIONS 
MORTGAGE  INSURANCE  PREMIUMS  26 

TOTAL  FAMILY  HOUSING,  AIR  FORCE  DEBT 
GRAND  TOTAL  FAMILY  HOUSING,  AIR  FORCE 


NATIONAL  SECURITY  AGENCY 
NEW  CONSTRUCTION 
BELGIUM 
BELGIUM 

OFFICIAL  RESIDENCE  PURCHASE 
BELGIUM 


300 


NEW  CONSTRUCTION 


state-  124 


FEB  1994 
TOTAL 


6.025 

20,899 

709 

631 

7.077 

14,421 

1,035 

11.321 

181.948 

61.770 

9.275 

252.993 


304,918 

112.757 

383.644 

801.319 

26 

26 

1.054,338 


300 

300 


FY  1995  FAMILY  HOUSING  TOTAL  OBLIGATIONAl  AUTHORITY  AS  REQUESTEO 


(t  THOUSANDS) 

STATE/COMP. /INSTALLATION 

DATA  AS  OF  07 

PROJ  COST 

FEB  1994 

total 

NATIONAL  SECURITY  AGENCY 

CONSTRUCTION  IMPROVEMENTS 

50 

50 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

75 

MANAGEMENT  ACCOUNT 

65 

MISCELLANEOUS  ACCOUNT 

31 

SERVICES  ACCOUNT 

341 

UTILITIES  ACCOUNT 

420 

OPERATING  EXPENSES 

932 

LEASING 

10.779 

10,779 

MAINTENANCE  OF  REAL  PROPERTY 

222 

222 

TOTAL  FAMILY  HOUSING.  NSA 

12.283 

OEF  INTELLIGENCE  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

2,363 

OPERATING  EXPENSES 

2.363 

LEASING 

13.272 

13,272 

TOTAL  FAMILY  HOUSING.  DIA 

15.635 

DEFENSE  LOGISTICS  AGENCY 

OPERATING  EXPENSES 

FURNISHINGS  ACCOUNT 

47 

MANAGEMENT  ACCOUNT 

158 

SERVICES  ACCOUNT 

50 

UTILITIES  ACCOUNT 

460 

OPERATING  EXPENSES 

715 

MAINTENANCE  OF  REAL  PROPERTY 

748 

748 

TOTAL  FAMILY  HOUSING.  OLA 

1.463 

GRAND  TOTAL  FAMILY  HOUSING.  OEFENSE 

29.381 

ARMY 

PAYMENT  TO  HOMEOWNERS 

10.640 

10.640 

OTHER  OPERATING  COSTS 

34.018 

34.018 

ACQUISITION  OF  REAL  PROPERTY 

124,526 

124.526 

ARMY 

169.184 

STATE-  125 


